POLAROID #201 CAPACITOR FLASH GUN USER MANUAL 


Compatible Flash Bulbs: 5, 5B, Press 25, Sylvana SF, General Electric SM 
Test Light: Miniature Bulb (3.5V 1W) E10/MES (Miniature Edison Screw) 
Battery: 412 (22.5V) 


The #201 flash gun is designed for the Model 95 land camera. It uses a battery and capacitor to 
power the Flash Bulb and the Test Light. 


Insert the 412 battery and capacitor as shown in the photo, noting the polarity and orientation of 
each. The battery provides power for the capacitor and the Test Light. 


Push down momentarily on the Test Light before inserting the Flash Bulb. This discharges the 
capacitor, making it impossible for the Flash Bulb to go off in your hand. Next, insert the Flash 
Bulb and plug the cable into the Model 95 camera. The Flash Bulb will go off when you press the 
shutter. 


To check the Flash Bulb, press down momentarily on the Test Light. It will flash briefly if the Flash 
Bulb is good and any optional Extension Flash circuits are complete. 


